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Mr. A. I. Palmer 
R. B. Seligman , 

Invention Disclosure Procedures 




September 23, 1977 
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Reference is made to your August 25, 1977, 
memo concerning the above subject. We discussed this 
at a recent Directors’ meeting and we feel that the 
proposed procedure would be beneficial to our . 

organization. 
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I believe it would be best for you to 
initiate the use of this new form by whatever means 
you feel is appropriate. 


RBS/sgr 

cc: Dr. W. A. Farone 

Dr. W. F. Gannon 
Dr. T. S. Osdene 
Mr. R. N. Thomson 
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